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OFFICIAL PROCEEDINGS OF THE 


MECHANICAL CONSTRUCTION 
EXAMINERS BOARD 
OF THE CITY OF LANSING 





Proceedings, October 12, 1971 





Members Present: Robert Linton, Marcus 
Metoyer, Ernest Fox, Donald Simons and 
Carl Nosal—b. 


Members Excused: None. 
Inspector Present: B. Wayne Jackson—l. 


Meeting was called to order by Chair- 
man Linton at 7:30 p.m. 


Minutes of last meeting were read and 
approved. 


Discussion was held covering the licens- 
ing examination test. 


All members agreed to submit additional 
questions, at the next meeting, for de- 
veloping a re-examination test. 


A lengthy discussion involving the pen- 
alty of double fee for late permits was 
held and dropped without recommendations. 


TWO ORDINANCE CHANGE 
RECOMMENDATIONS 


No. 1—Motion was made by Mr. Simons 
and seconded by Mr. Linton, that amend- 


ment (4A), Section 302 (D) “Building 
Permits Expiration,” be amended to in- 
elude the following: 


“Unused permit fees for Mechanical Per- 
mits to be unexpirable and refunded to 
contractor in full, or credited to future 
permit fees, upon request.” 


No. 2—Motion was made by Mr. Fox 
and seconded by Mr. Nosal, that the per- 
mit inspection fees be amended to coincide 
with the electrical fees, to include the fol- 
lowing : 


“Mechanical safety inspections of exist- 
ing buildings, including a letter listing any 
corrections needed, shall be performed on 
receipt of a written request and by pay- 
ment of a fee of $15.00 for single residen- 
tia] buildings. 


Meeting adjourned at 10:16 p.m. 


Respectfully submitted, 


B. WAYNE JACKSON, 
Secretary. 
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ficers immediately took steps to institute 
a search. and 


Whereas, the Lansing Police set up a 
command post and units of the Michigan 
State Police, Ingham County Sheriff's De- 
“partment, Boy Scouts, Red Cross and Civil 
Air Patrol participated, and 


Whereas, after diligent search of the park 
area had failed to locate the child, the 
general search was called off at 11:30 P.M. 
until daylight the following day, and 


Whereas, our Lansing Park Security Of- 
ficers, upon receiving new information con- 
cerning the activity of the boy prior to 
his disappearance, returned to the site of 
his disappearance and continued the search 
in and along the bank of the river until 
2:35 A.M. when the body of the child was 
discovered and removed from the river, 


Therefore Be It Resolved, that this Board 
commend our unit of Park Security Officers 
for their devotion to duty and their dili- 
gent, persistent search for the body of 
Scott Venable, and further that copies of 
this resolution of commendation be sent to 
all members of the Park Security Unit as 
recognition of their participation. 


Carried. 


NOVEMBER 22, 1971 


George Semerly arrived and joined the 
meeting at 9:00 P.M. 


The Six Year Capital Improvements Pro- 
gram was submitted by Staff for the 
Board’s consideration. 


George Harlow arrived and joined the 
meeting at 9:25 P.M. 


The propsed Six Year Capital Improve- 
ments Program was discussed and accepted. 


The meeting was adjourned. 


Respectfully submitted, 


JANE RUST, 
Secretary. 


Approved by: 


CHARLES G. HAYDEN, 
Director 
Parks and Recreation 


OFFICIAL PROCEEDINGS OF THE 


MECHANICAL CONSTRUCTION 
EXAMINERS BOARD 
OF THE CITY OF LANSING 


Proceedings, November 9, 1971 





Members’ Present: Marcus Metoyer, 
Ernest Fox, Donald Simons and Carl 
Nosal—4. 

Members excused: Robert Linton—1. 

Inspector present: B. Wayne Jackson—1. 


Meeting was called to order at 7:30 P.M. 
by Vice-Chairman Marcus Metoyer. 


Minutes of the last meeting were read 
and approved. 


A disscussion involving ‘‘B’ type vents 
was resolved by not requiring a tee and 


plug at the base, for a single appliance 
connector. Passed by unanimous vote. 


The code requirement pertaining to 


masonary chimney clean out doors shall be 
strickly adhered to herein. 


Meeting adjourned at 9:15 P.M. 


Respectfully submitted, 


B. WAYNE JACKSON, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


MECHANICAL CONSTRUCTION 
EXAMINERS BOARD 
OF THE CITY OF LANSING 





Proceedings, December 14, 1971 





Members present: Robert Linton, Carl 
Nosal, Mareus Metoyer and Ernest Fox—4. 


Members excused: Donald R. Simons—1. 
Inspector present: B. Wayne Jackson—1, 


Meeting was called to order at 7:30 p.m. 
by Chairman Robert Linton, 


Minutes of last meeting were read and 
approved, 


Extensive discussions were held and 
tabled for further study involving: 


1. Contractor’s license privileges and limi- 
tations. 


2. Reinspection fees. 

8. A means of keeping the licensees in- 
formed of the Board’s interpretations 
and decisions. 

4, Interpretations of Section 1002 and 1203 


in Volume II of the Code, pertaining to 
field installations. 


Meeting adjourned at 10:45 p.m, 


Respectfully submitted, 


B. WAYNE JACKSON, 
Secretary. 
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